From: 

Sent: 

To: 

Subject: 


Corbett, Kate (DPH) 

Thursday, August 05, 2010 7:11 AM 
Corbett, Kate (DPH) 
Synchronization Log: 


Importance: 


High 


7:10:19 Synchronizer Version 11.0.8200 

7:10:33 Could not connect to public folder server. 

7:10:33 [8004011D-526-80040115-0] 

7:10:33 The Microsoft Exchange Server computer is not available. Either there are network problems or the Microsoft 

Exchange Server computer is down for maintenance. (/o=Commonwealth of Massachusetts/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Configuration/cn=Servers/cn=ES-MSG-EMB-001) 

7:10:33 Microsoft Exchange Server Information Store 

7:10:33 For more information on this failure, click the URL below: 

7:10:33 http://www.microsoft.eom/support/prodredirect/outlook2000 us.asp?err=800401 Id-526-80040115-0 

7:10:33 Not downloading Offline address book files (stored on public folder server). 

7:10:33 Synchronizing Mailbox'Corbett, Kate (DPH)' 

7:10:33 Synchronizing Hierarchy 

7:10:33 Terminated in error 

7:10:33 [80040115-514-0-921] 

7:10:33 Network problems are preventing connection to the Microsoft Exchange Server computer. 

7:10:33 Microsoft Exchange Server Information Store 

7:10:33 For more information on this failure, click the URL below: 

7:10:33 http://www.microsoft.com/support/prodredirect/outlook200Q us.asp?err=80040115-514-0-921 
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